CITY OF NEWARK, NEW JERSEY 
JOHN B. KEENAN, DIRECTOR 
DEPARTMENT OF PUBLIC SAFETY 
FIRE DIVISION 
DENNIS F. CAREY CHARLES G, BURNETT 
FIRE COMMISSIONER CHIEF ENGINEER 


April 17th, 1944. 


Mrs. Effa Manley, 
The Newark Eagles, 
71 Crawford St., 
Newark 2, N, J. 


Dear Mrs. Manley: 


I wish to acknowledge and thank 
you for your letter of April 13th, 1944, inviting 
me to be present at the opening game of the Negro 
National League baseball season at Ruppert Stadium 
on Sunday afternoon, May 7th, at 2 P., M, 


Please be assurred that it will be 
a pleasure for me to attend with a friend, and you 
may be certain that I am looking forward to a good 
game, 


With best wishes and kindest regards, 
I am 


Sincerely yours, 


Chief Engineer. 


